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Message Text 



UNCLASSIFIED 

PAGE 01 NIAMEY 03520 211455Z 
44 

ACTION FBO-05 

INFO OCT-01 AF-10 ISO-OO A-01 ( ISO ) W 

068333 

P R 211357Z OCT 74 
FM AMEMBASSY NIAMEY 
TO SECSTATE WASHDC PRIORITY 9124 
INFO AMEMBASSY DAKAR 

UNCLAS NIAMEY 3520 

FO A/FBO AND AF/EX FROM AMBASSADOR 

DAKAR FOR FBO KAAR 

E.O. 11652: N/A 
TAGS: ABLD, NG 

SUBJECT: HOT WATER SYSTEM REPAIRS, PROPERTY E.R. 01559 
REF: DAKAR 5752 

1. AS YOU WILL SEE FROM FBO KAAR'S REPORT ON HIS INSPECTION 
OF RESIDENCE IN NAIMEY, WE FACE RATHER DIFFICULT LIVING 
CONDITIONS IN NEXT FEW MONTHS. PRLBLEM AGGRAVATED BY FACT 
THAT WE ARE EXPECTING NUMEROUS VISITORS DURING 

COOLER WINTER MONTHS AND ASIDE FROM OUR DESIRE OFFER 
HOSPITALITY. HOTEL SITUATION IS SO TIGHT THAT WE CANNOT 
COUNT ON LOCAL ACCOMMODATIONS FOR RELIEF. 

2. ACCORDINGLY, APPRECIATE FBO ACTING ON KAAR'S RECOMENDA- 
TIONS AS MATTER OF URGENCY. ALSO URGE THAT ANY MATERIALS 
REQUIRED FOR REPAIRS BE AIRSHIPPED AND THAT OPERATION BE 
MANAGED BY COMPETENT TECHNICAL SUPERVISOR WHO NOT 
REPEST NOT AVAILABLE HERE IN NIGER. PROPER SUPERVISION 
VERY IMPORTANT BECAUSE WITHOUT IT WORK CANNOT BE 
EXPECTED TO BE SATISFACTORY. 

3. GREATLY APPRECIATE ANYTHING FBO CAN DO TO EXPEDITE 
MATTERS. HECK 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NIAMEY03520 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740299-1037 
From: NIAMEY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 030/aaaaazrc. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: DAKAR 5752 
Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 OCT 2002 by ReddocGW>; APPROVED <07 FEB 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOT WATER SYSTEM REPAIRS, PROPERTY E.R. 01559 
TAGS: ABLD, NG 
To: STATE 
Type: TE 
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